‘ASSOCIATED CABLES (COLOR CODE} 
‘95054 CABLE (AG) ‘BK BLACK 
95055 CABLE (D.C) W WHITE 
95056 CABLE (AC) R RED 
95057 CABLE (0c) 6 GREEN 
95058 CABLE (0.C) © ORANGE 
95059 CABLE (Ac) BL BLUE 
95060 CABLE (D.C) aie 
9506! CABLE (0.¢) 
| 95062 CABLE (DC) 
LETTERS APPEAR OPPOSITE CORRESPONDING 
/RECEPTACLES ON ACTUAL AND SCHEMATIC beet rte a. 
/ WIRING DIAGRAMS. o 2 
sft OUTLETS FOR PRINTER AND RECTIFIER PRINTER PRINTER 
F 6 4 J t SEND REC. TEST 
D BK. 


25054 CABLE (a.c)—_I 95055 CABLE (0} 
(i2-*i4 DELTABESTON WIRES) 
#95062 ¢ 
—————_ TABLE WIRING INCLUDING WIRES SOLDERED TO REAR (4-18 cc. DELTAI 
Caunarconuer ie THIS END OF WIRE TO BE, 
CROSS CONNECTIONS, BETWEEN SCREW TERMINALS 
ON BLOCKS "A" AND “ USE#14 DELTABESTON WIRE, BLACK TERIQINAL) ANOITERM IN 


DENOTES WIRES IN BX. 

DENOTES WIRES IN CABLE. 

STRAPS ON LINE CONNECTION BLOCKS ARE BLACK- ee 
#18 C.C. DELTABESTON WIRE. 

RECEPTACLES AND PLUGS SHOWN FROM SLOT AND 

PRONG FACES. 


SWITCHING KEY TAPE OUT KEY FRONT OF TABLE7 


se P ay ‘| SWITCHES ARE “ON” WHEN HANDLES ARE 
zee | 8 f {= POINTING TOWARD FRONT OF TABLE. 
a (hth 


== A 
dd 

2) N Trans. Dist. 
SLIP CONN. I | 


|-95060 CABLE (D.C) 


# 95061 CABLE (D.C) 
(15-18 C.c DELTABESTON WiRES)| 


| 


ip—--=#==------—--, 


— 
55 CABLE (0.C)- 


}—96987 CABLE (0.C) 
(3-*14 DELTABESTON WIRES) 


® CC DELTABESTON WIRES) 


F WIRE TO BE EQUIPPED WITH 82474, 
AND TERMINATED UNDER SCREW. 


OUTLETS FOR REPERFORATOR 
lepae 


95058 CABLE (D.c)—~ 
(4-"18 c.c. DELTABESTON WIRES) 


95062 CABLE yee | 
Hi 


SARE "ON" WHEN ‘HANDLES ARE 
TOWARD FRONT OF TABLE. 


REVISIONS 
\® 95061 CABLE 
‘CONNECTIONS 


ABLE (OC) 


ECTION BLOCKS 


es 


TRANS. DIST. 
SLIP CONN. 


95059 CABLE (AC) 


\4 DELTABESTON WIRES) 


THESE 2 WIRES “i4 
LTABESTON. 7 OTHERS 
18 CC. DELTABESTON. 


‘STRAPS"V"AND"W" SHOULD BE LONG ENOUGH TO 
REACH BETWEEN ANY TWO TERMINALS ON 
EITHER BLOCK 


TABLE GROUND SCREW 


“9 CABLE (A.C. 
BAe beLtRBEs YON wines) 


FOR POWER CONNECTIONS TO TABLE AND WIRING OF CORDS 
AND PLUGS SEE SCHEMATIC WIRING DIAGRAM 1795. 


CHANGED. 


FE SRRE ET OAR Gy 
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|@ 2ac0~eesisroe. 


TELETYPE 
CORPORATION 


WD-1794-E 


ACTUAL WIRING 
DIAGRAM FOR 
XRT96 & XRTIOT 
METAL TABLE 


‘DRAWN NCA 
TRACED cA 
CHECKED M1.7°6, 


